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Charity drive for needy sponsored by ASB 


by Suzanne Schuppel 
Staff Writer 


While most Americans will gain weight over Christmas, 
there are children in Mexico who will not even have enough 
food to satisfy their hunger. 

Attempting to change these circumstances for at least 
some children, the SAC student government has been 
sponsoring a food drive for Baja orphans by collecting 
canned foods, money and pledge sheets from students and 
college employeers. 

“It’s common knowledge. . .that many Mexican children 
are starving, malnourished and freezing,” stated ASB 
Senator Joe Leoni. “Besides not having enough food, they 
suffer shortages of blankets and warm clothing.” 

Ledti called the project “something nice to do for people 
who have less than the majority,” and encouraged students 
to participate. “It’s supposed to be like a Christmas present 


from SAC,” he explained. “Everything counts — every can 
of food, every quarter helps.” 

Besides canned food, powdered milk is a much needed 
product. 

The “Feed the Children” activities began Dec. 7 and will 
culminate Dec. 18 with an official day of fasting. ASSAC is 
asking that on that day, personal pledges of money be made 
equivalent to the amount students and faculty would 
normally spend on eating. 

Instead of the regular barbecue, the money normally 
spent on hot dogs etc., will be donated to the children as 
well, and ASSAC will provide drinks and music, according to 
Leoni. 

Later, on that Friday evening (Dec. 18), the student 
government is also sponsoring a dance in the Johnson 
Campus Center with admission being one large canned 
good. 

After Christmas, the supplies will be driven down to the 
orphanage by the “ASB and other concerned students.” 
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The ASB senator explained that many U.S. churches and 
organizations are supporting various Mexican orphanages, 
and that “Christmas is people’s favorite time to give, 
anyway.” But apparently the help does not sufficiently cover 
the need. 

Most orphanages in Baja exist on a very meager level. . 
this is a very good way to assist,” SAC President Bill 
Wenrich stated. 

“Mexico doesn’t publicly support orphanages, and 
compared to the United States has very little social 
services,” Leoni responded. “Besides, I believe Mexico has 
the highest birthrate in the world.” 

“Wenrich called the food drive “a very commendable idea. 
. .a meaningful way of expressing one’s concern, especially 
at Christmas time,” and he hopes that SAC may establish a 
continuing relationship with the orphanage. 

For those of you who are fasting on Friday, think about 
how it would feel having to be without food on an involuntary 
basis... . 
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Trouble in Poland 


Instructors advise caution 


by Dave Cooper 
Editor 


America in general, and President Ronald Reagan 
in particular, must exercise restraint in dealing with 
the Polish situation, according to two Santa Ana 
College Political Science instructors. 

“We can apply certain kinds of moral sanctions, but 
the one thing we should not do is get embroiled,” 
remarked Fred Mabbutt, who teaches, among other 
classes, a course in international politics. Mabbutt 
was one of those contacted by el Don this week after 
Polish Premier Wojciech Jaruzelski’s declaration that 
a “state of war” exists in the European nation. 

Jaruzelski’s action apparently came as a result of 
the increasing pressure being put on the government 
by Solidarity, Poland’s independent labor union. 

“The UnitedStates can’t put its head into the sand, 
sort of to speak,” David Hartman, another instructor 
commented. “We have to keep a careful watch on it, 
but certainly I would be extremely opposed to any 
thought whether we should send some Marines in 
there and start straightening it out.” 

Solidarity, under the leadership of Lech Walesa, 
has sought to improve the plight of Polish workers 
recently and had made modest gains until the 
crackdown. A majority of the union’s leaders were 
arrested according to several reports, however, after 
they had called for a nationwide vote over the 
weekend on whether to retain communism. 

Mabbutt feels that action was a “tactical mistake” 
on the part of Solidarity and was just the thing the 
Polish government was looking for to put the union 
down. 

“It’s very interesting to see the communist ideology 
in action,” Mabbutt added. “It’s supposed to be the 
champion of the working class, but what is happening 
is that the working class is essentially being crushed 
by it.” 


Hartman echoed his colleague, saying, “This 
(Poland) is a country where most of the entire. 


News briefs 


Cuts in disability funds proposed 


Law AB77 is a proposal that is coming up before the California 
State Legislature on Jan. 4, 1982. This law would cut funds for the 
disabled students of community colleges by 33 percent. As a result of 
this upcoming law, the SAC Learning Center is.encouraging those 
concerned to voice their feelings to the following people: Governor 
Jerry Brown, State Assembly members John Vasconcellos and Gary 
Hart, and Alfred Alquist and Walter Stiern in the State Senate. More 
information will be given on this subject in the Jan. 8, 1982 issue of el 


Don. 


Second fitness center opening 


A second fitness center has been planned for SAC’s main campus 
and will be open on the first day of the spring semester. It will be 
located in the existing weight room, W-106, and will resemble the 
present fitness center on the Garden Grove campus. 

The weights that were in the weight room have been placed into the 
storage shack next to the football field. The shack will be converted 


in to a free-weight, weight room. 


The course will be offered at both locations as P.E. 198 in.the 
course catalog. Registration begins on Jan. 11 for the spring 


semester. 


Nutcracker to break open 


Phillips Hall will, over the holidays, present the Christmas 


perennial, The Nut-Cracker Suite. 


Performances will be Dec. 19 and 20 at 2:30 p.m. and 8 p.m. and 


Dec. 21 at 2:30 p.m. 


For ticket information, call Phillips Hall at 835-5971. 


Blood given for holiday season 


The Inter-Club Council held its first annual blood drive between 
Nov. 30 and Dec. 17. Those who still want to give blood for the holiday 
season can contact Darlene Jacobson in the student center. 

People who donate blood will receive membership in the Santa Ana 


economy is under a government system. Who are the 
‘free’ unions going to negotiate with in Poland? With 
the government. That’s the only agency and 
everybody works for the government.” That 
government has, in effect, said strikes are illegal thus 
undermining the union’s negotiating base. 

Any U.S. involvement is further complicated by 
Poland’s neighbor, the Soviet Union. “Russia has 
always had this feeling of being the big Slavic brother 
and has wanted to protect her smaller brother,” 
Mabbutt offered, then warned, ‘“Russia’s been 
attacked from the West twice in this century and 


‘Poland is a gateway to that attack. So they (the 


Russians) are not about to let it go.” 

Because of the distance involved between the U.S. 
and Poland, both geographically and ideologically, 
Hartman believes the initial moves are going to have 
to be made by the remainder of Europe. “The 
European nations are going to have to take the initial 
stand,” Hartman advised. “The immediate interest 
nations are the ones right there. Germany, Great 
Britain, Scandanavia and others are the ones that are 
going to have to make the first policy decisions.” 

If Reagan does choose to exercise American 
deterrence in a big way, the nation, as well as the 
world, could be in trouble. “If you meddle in one 
country’s sphere of influence,” Mabbutt warned, “it 
will undoubtedly mean war and Poland is clearly in the 
Soviet sphere. Reagan doesn’t have much 
background in foreign affairs,” Mabbutt continued, 
“and he tends to be ideological. He may make a 
mistake of thinking he can intervene.” 

Mabbutt compared that possible mistake to the 
incident at Sarajevo that precipitated World War I. 
The instructor, who holds a Ph.D. from the 
Claremont Graduate School, offered one final 
comparison/warning. “Poland is much different than 
Vietnam. Vietnam was costly enough, but Poland, 
being so strategically important to the Soviet Union, 
would be much more than some little, local grass 


” 


War. 


by Cole McCalla 
Staff Writer 


Psychiatrists in private practice 
usually charge between $70 and 
$90 per hour, but SAC students 
can get similar help here at no cost, 
according to Student Health 
Center Director Mary Jane 
Carbone. 

Like other services provided by 
the center, the budget for 
psychiatric aid is dictated by the $5 
fee students pay at registration. 

All consultations and files at the 
Health Center are kept 
confidential. Fifteen hours of 


appointment time are scheduled ’ 


exclusively for students who are 
experiencing a debilitating amount 
of stress either on campus or at 
home. 

Dr. James Hogrebe, one of 
three staff psychiatrists, stated 
that, “I find the majority of 
complaints we deal with are home- 
related interpersonal relationship 
problems; spouses, family, loved- 
ones and self-esteem. What we do 
is like a brief psychotherapy. 

“First, | try to make the person 
comfortable and relaxed enough 
so that we can talk,” the doctor 
explained. “Then, I need some 
kind of background from that 
person so as to determine the how 
and why of their present reasoning 


College Blood Bank, which enables students to receive one pint of 


blood free when needed. 
For further information call 667-3098. 


Senior citizens club established 


New Horizons and Community Services have recently started a 
50’s Senior Club. The Club is open to both married and single persons 
of age 50 or older, and its functions include sponsoring trips, special 
events, guest speakers and to organize dances on Saturday nights. 

A Club Christmas dance is to be held Saturday, Dec. 19, at 8-11 
p.m., in the second floor of the Johnson Campus Center. The dance 
is free of charge and provides a live band and refreshments. 


Players needed for pep band 


Students interested in playing in a pep band at home basketball 
games should contact John Cameron at 834-1050 or 543-9629 for 


information. 


by Tom Campbell 
Staff Writer 


Despite having a new leader for 
the first time in 10 years, SAC’s 
forensics squad has met this year’s 
competition with winning results. 

There are about 20 people on 
the roster now, but new coach 
Mary Lewis says, “I’d take 50 if 
they’d sign up. What you can learn 
from being on the team is 
applicable to whatever you want to 
do,” she explains. 

“It teaches self-confidence, self- 
worth, how to think on your feet, 
and it teaches you how to put your 
ideas into words,” said Lewis, 
herself an actor and singer in 
church productions. She replaced 
Ken Turknette after assisting him 
in previous semesters. 
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highlighting the event. 


and response.” 

Hogrebe also maintains that 
students who take their problems 
up with friends or relatives are 
often cheating themselves of help. 
“Friends,” he said, “too often 
supply a quick Band-Aid solution, 
such as ‘Don’t worry about it, 
everything will work out.’ They just 
don’t have enough objectivity to be 
helpful.” 

Counseling or therapy can 
usually be effectively concluded in 
four to five sessions with most 
students feeling a notable amount 
of relief, according to the doctor. 
Still, he would like to see more time 
for psychiatry in the budget next 
February. 

Extended therapy is precluded 
because of the great demand for 
this service and the shorter 
allotment of office hours. 

Hogrebe and the other 
psychiatrists on staff, Dr. Lester 
and Dr. Levine, all maintain private 
practices as well. It is contingent 
upon their hire, however, that they 
do not try to secure patients for 
their private offices from the 
college, according to Carbone. 

Carbone said that in some 
extreme cases it is necessary for 
the students to continue therapy 
outside the college. Being a 
registered nurse, Carbone knows 


Steve Hetrick is those qualities 
personified. He went to his first 
two contests this year and won at 
both of them: An Excellent 
Certificate in Novice Extem- 
poraneous Speaking in November 
and third place in Extem- 
poraneous in San Diego earlier 
this month. 

What has Steve learned from 
being on the forensics squad? 
“Basically, how to speak and how 
to think quickly. It’s fun.” 

Coaches Mary Lewis and 
Howard Andrews are encouraged 
by the squad’s performance at 
tournaments this year. At the 
Lancer Invitational Tournament in 
Pasadena on Nov. 6-7, six 
students walked away with seven 
awards among them: Carlyn Keith 
took first place in Novice Oral 


‘TIS THE SEASON — In celebration of the holidays, ICC helda 
Christmas festival Wednesday with food sales and a raffle 


~ 
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Psychiatric care available 
for all students at SAC 


that, “stress can really damage an 
academic life.” 


When asked at what time a 
student should seek professional 
counsel; before, during or after a 
period of crisis, Hogrebe 
responded, “All of the above!” 

“People know when they have a 
problem ‘because they feel badly, 
but they can’t always find a 
resolution,” Hogrebe continued. 
“Therapy can provide a better 
understanding of the underlying 
issues, vent the problem entirely, 
or help dispel guilt. Every situation 
is different.” : 


Although some may find it 
embarrassing at first, to ask for 
help, it’s as easy as dropping in or 
picking up a telephone. There is a 
one-to two-week waiting list. 

“Since we have moved into the 
new building, it is costing us a 
bundle, but we are proud of the 
way we're managing on the. 
current fee,” said Carbone. 

Carbone summed up the credo 
of the Student Health Center by 
saying, “We like to think of the 
center’s resources as a pool on 
reserve for students who would 
otherwise be financially unable to 
afford this kind of medical care.” 


Speech team gaining ground in contests 


Interpretation and received an 
Excellent award jointly with 
Colleen Spann in the Junior Duo- 
Interpretation category. Spann 
also received an Excellent in 
Junior Radio. 


Lewis remarked that three of 
the forensic squad members are 
over 25, contrary to the notion 
that they’re all fresh out of high 
school. “They have a lot of 
experience to draw on, which 
makes them better speakers.” 


She is aided in her coaching by 
Howard Andrews, who was a 
national champion in extemp, 
Impromptu and debate at Cerritos 
College. 
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Generosity abounds, 


3 ; e e e 
| — yet is misdirected 3 
a During the holidays, Americans are well-known for celebrating : 
A lavishly. This Christmas, however, some people won't be enjoying the 

usual abundance, just as they didn’t this past Thanksgiving. 

The day before this occasion, with a “humanitarian concern,” 

President Reagan authorized the donation of $30 million in food to 
i Poland. This is just a small portion of the $820 million given to the country 
f over the past year. 
‘ Harshly opposite from this generosity are the administration’s recent 
a cuts and terminations in U.S. social programs, such as the reductions in 
the welfare system and the conclusion of the jobs held under the 


i Comprehensive Employment and Training act (CETA). 

: Reagan announced that the relief given to Poland is intended to help 
i children, pregnant women, the hospitalized and the elderly. 

4 Ironically, these are just the American people who are suffering under 
the government’s newest reductions. 

¥ Primarily located in the big cities of the United States are private, 
F emergency food banks where the needy can go for free food. 

‘ According to an article in the Nov. 26 issue of the Los Angeles 
i Times, “As unemployment increases and welfare and food-stamp 


b 
benefits decline, more and more persons are turning to the pantries for ES 
help.” XP 
All the banks have reported increases in distribution of food. A Be f & f 


director of a food depository in Chicago related that they are allotting 
about 80 percent more than they were a year ago. 

Some of the people of the United States are actually starving and 
turning to private help for food. Surely this doesn’t make sense to the 
average American! Strangely, though,it does seem to somehow make 
sense (cents?) to some members of the government. 

It is sad, though, when, as Sister Julia Huiskamp, administrator of a 
pantry put it, “I’ve been in enough houses, seen enough ice boxes with 
one onion and half bottle of catsup in them and enough babies sucking 
on bottles of water to know that people here are needy.” 

Giving to another country is good and needs to be done. But let’s get 
our priorites straight. Whose country is this?! In a time of increasing 
unemployment and the threat of deep recession, this nation should be 
thinking primarily of itself and its own people. 

This is the holiday season and giving is a big and important part of it. 
There is such a thing, however, as going overboard. Instead of tipping 
the ship, why not strike some middle ground? Say for instance, an 
attempt to keep the whole thing afloat? 
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Artists or dollies: 
which do we want? 


el Don 


Letters 


—___—_——— to the Editor 


Patron analyzes 
towing practices 


Well? | read the two articles that 
were run on 12/11/81 in el Don 
and feel that many innocent 
students will be tricked into having 
their cars towed unless this fact 
comes out: Anyone that parks 
at Honer Plaza is banned from 
going to Santa Ana College for 
any reason for any length of time, 
and that, sometimes, it isn’t just 
your word against theirs. 

On 11/16/81, I drove my cousin 
to accordion lessons on 17th 
Street and then went to Ralphs to 
shop. I put the groceries in the 
back of the car and then went to 
the SAC library. I returned to 
Honer Plaza to deposit my book 


behind Montgomery Wards. 
My final comments are simply: 
I’m sure that many students at 
SAC have been victims of TMG 
and feel that their views should be 
known to the Allison A. Honer 
Company in Santa Ana. This sort 
of treatment by them is certainly 
not good business (or is it?) and 
TMG Towing would not be there 
except by invitation. 
—Steve Rocco 


Student questions 
bird control policy 


It seems that, in a city which 1s 
designated as a bird sanctuary, 
Santa Ana College doesn’t want 
pigeons on its roof. So, the 
administration has contracted 
with Admiral Pest Control Co. for 


scarecrow, it works like the C.I.A. 
And, it knows no bounds. There is 
no sign which tells crows, 
sparrows or song birds, etc., that 
this stuff is only for pigeon control. 
And, according to Officer Jerry 
Ayers of the S.A.P.D. Animal 
Control section, birds who eat too 
much of the treated corn will die. 

When | talked to him about the 
chemical, he said one officer told 
him about a bird he saw fly off the 
roof.of a building, go straight up in 
the air as far as it could fly and fold 
its wings, diving from that great 
height into the street. Needless to 
say, the animal control people had 
a different kind of mess to clean up 
that day. 

Ayres described the actions of 
the birds who eat the stuff as 
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by Lea Ann Molt 
Staff Writer 


Picture Christmas. . . 

Santa Claus sitting in a big red velvet chair, 
children with smiles and sparkling eyes are 
gathered around him. 

Presents brightly wrapped red, green and blue 
reflect the twinkling lights on the decorated tree. 


Peace on earth. . . 

Families gathered together smiling, laughing 
and singing as a piano plays traditional Christmas 
melodies. 

They enjoy each other, the warmth of the fire 
and the smell of the feast that’s being prepared for 
the celebration. 


Goodwill towards man. . . 

“Feed the Children,” “Toys for Tots,” “Give to 
Christmas seals,” the commercials blare as we 
shuffle our way through the crowded shopping 
centers, lists in hand. 


But we don’t notice the stranger who sits alone 
and observes all of us going through our 
Christmas rituals. 


There are lonely people, (young and old) who 
spend most of their time by themselves, 
remembering the way things used to be or 
dreaming about the way they could be. 


“Feed the Children,” “Toys for Tots,” 
“Give to Christmas seals,” the 
commercials blare as we shuffle our way 
through the crowded shopping centers, 
lists in hand. 


Drugs and alcohol hold out their arms and 
embrace some of these solitary people while they 
search for the internal peace they crave. 


It must be extremely difficult (if not impossible) 
for these people to believe there really is “Peace on 
earth” or “Goodwill towards man.” 


The suicide rate jumps this time of year. 
I wonder why. 


This may sound a bit depressing, but most will 
only think about it for a moment and then push it 
aside. - 


No sense in spoiling Christmas. 

People aren’t the only ones who suffer at 
Christmas. Trees suffer too. 

This was brought to my attention by a friend of 
mine who said that he didn’t understand “why 


An all-year-long song 


I wonder if this Christmas they'll begin to understand 


Goodwill toward all life 
may bring peace on earth 


people put trees in their living rooms just to watch 
them die.” 

That really made me think. 

I always thought that Christmas was the 
celebration of life, the birth of a baby, a very special 
child who came to us to teach love, peace and 
humanity to mankind. 


And we celebrate his birth by murdering trees 
and ignoring the emotionally needy! . 
I really don’t mean to put anyone down; I just 


eS 


There is something else that might 
brighten somebody’s Christmas. The 
next time you see somebody alone, smile 
and give him a cheerful greeting. 


think that there are a few ways to make Christmas 
enjoyable for everyone. 

Las Angeles Parks and Recreation has a service 
that will not only save Christmas trees from 
certain death but will also help decorate parks in 
our own area. 


All you have to do is go to a local nursery and 
buy a live (you know, the kind in a pot with roots?) 
pine tree, and take it home. Then decorate it and 
enjoy it over-the holidays. 


When you’re ready to pack up your Christmas 
stuff, call 213-744-4270 and they will tell you where 
in your area is the best park to take yourtree. Then 
one of their crews will plant it. 


Best of all it’s tax deductible! 


There is something else that might brighten 
somebody’s Christmas. The next time you see 
somebody alone, smile and give him a cheerful 
greeting. 


If you are one of those lonely people, then how 
about saying hello to the next person you see by 
himself? You both might end up the happier for it 
and, if not, well, it can’t hurt to practice. 


Now I would like to practice a little of what I 
preach. My mother has been having a rough time 
of it lately and maybe she’s thinking that nobody 
loves her. 


Well,Mom, I love you and | want you to have a 
great Christmas. 


Smile, because next year things are going to be 
better. 
Happy Holidays! 


The Jesus that they celebrate is much more than a man. 


‘Cause the way the world is I don’t see how people can deny 
The only way to save us is for Jesus Christ to die. 


And I know if Saint Nicholas were here he would agree 
That Jesus gave the greatest gift of all to you and me. 
They lead Him to the slaughter on a hill called Calvary 
And all mankind was forgiven when they nailed Him on the tree. 


But most of all the children there, the ones I hope will understand 
That Jesus is our Savior and He’s going to return. 

And Christmas isn’t just a day and all days aren’t the same 
Perhaps they'll think about the word and see it spell his name. 


by John Garza 
Collegiate Christian Member 


Parents and sharing 


The beastly bruin nuzzles her cuddly cub, 
the proud lioness paws her little love. 
The weak foal soon stands on its four feet 
Mother Mare will nurture it to be fleet. 


It’s a dream to remember Mothers of yesteryore, 
some who patched and sewed the clothing we wore. 


And the fond Father who daily did chores 
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LETTERS 


thing is taking place right now at 
Santa Ana College. Though the 
problem does not include human 
beings or the drug LSD, it is 
equally as disgusting and immoral. 


I am sure this is all legal and all 
that crap. But I still feel sick inside 
knowing that I live in a society 
which worships God yet has 
absolutely no compassion for the 
rest of the life on this planet. 
Where are our values and when 
will we learn to respect the other 
creatures we are supposed to be 
sharing this planet with? 

Come on people, what the hell 
are we doing? And don’t feed me 
excuses for what we do to the 
other life forms which we kill for 
our convenience. If you believe in 
any sort of god or supreme being, 
tell him or her your excuses. 
Explain to your god why we 
continue to slaughter the 
creatures which we do not 
understand. Then, either sleep 
well or put a stop to it! 


—Pete Maddox 
Upcoming holidays: 
a time of horror? 


The following article, 
commentary, story, call it what 
you like, (I call it a promise) is 
dedicated to a team. Oh, not just 
any ordinary grouping-together of 
persons, but rather an 
extraordinary bunch. 

Rearetfully, for reasons beyond 
my control, the others could not 
be present. 

A phone rings in the middle of 
the night; next we are ina hospital 
waiting room. Ina place that is, at 
times, as noisy as Times Square 
and at others like the morgue, as it 
is now, we may observe a family or 
a group of friends sitting in grim 
silence. In an adjacent room, a 
group of people, a dedicated team 
(similar to the one I spoke of 
previously) fight throughout the 
night and into the wee hours of the 
dawn to save a life. 

Every year, the rate of fatalities 
rises to an even more gruesome 
high. Sure, you are thinking about 
the average crime wave, but if you 
haven’t met the cause of more 
than 50,000 deaths last year, let me 
introduce you to the drunk driver. 


Continued from page 3 


Human being is,a_ kind 
description of the person that 
commits negligent murder when 
getting behind the wheel of a car 
under the influence of alcohol.And 
at this time of year, more than any 
other, more people are killed or 
permanently disabled due to 
drunk drivers. | consider myself a 
reasonable person, and I defy 
anyone to give me a reasonable 
explanation for why people must 
drink and drive. ~ 

While cautiously discussing this 
with a friend, I learned that in 
Sweden the penalty for the first 
“under the influence” charge is 
seven years in prison. For the 
second offense, I believe it isa term 
of 20 years. Some people may 
think that is too severe, but wait 
until someone that you love is 
killed by a drunk diver and then | 
believe you will feel differently. 


There have been times in my life 
when I have told friends that if they 
ever have any trouble late at night, 
they should call me. You don’t 
know how happy I am to lose a 
little sleep now rather than a lot 
later. 

Pride is indeed a_ treasured 
human quality, yet it still holds 
hands with ignorance at times. 
And when you sit in a room small 
enough ‘to jump across, and you 
watch a human being fight and 
cling desperately to life, you feel 
something. 

To be totally honest, I will have 
to say that I have “a torch or three 
to burn” as they say. I lost one 
friend to a drunk-driver car 
accident; another was hit by a.car 
(drunk driver) while he was getting 
into his own car tocome home (He 
worked at a hospital, by the way); 
and, lastly, one was driving a drunk 
passenger home, and the person 
wanted to drive himself. In a 
struggle to control the car and the 
person at the same time, he lost 
control and crashed. The 
passenger was thrown clear and 
still lives. . . 

This story has been told with 
great difficulty and pain. Please 
remember it, and maybe you can 
avoid that pain. 

Phil Moser, 
SAC student 


This 1s el Don 


of painting and nailing and diggin’ of sewers. 


While you ‘oft cried, she washed the clothes 
and watched and cared and tendered your woes. 
‘Twas Mom’s sharin’ and carin’ and teaching of habits; 
with Dad, it was good fishin’ and huntin’ of rabbits. 


In her spare time, Mom chose to bake 
cherry pies and bread and chocolate cake. 

and somehow, someway, they were always just right 
and were ever a child’s mouth-watering delight. 


' I should know now how to be a good parent, 
to teach difference on how not to be errant. 
To pass on what I have received 
to those through me who were conceived. 
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by Ed Brien 
SAC Poet 


Be a part of It! 


Journalism 121-- 


Beginning Newswriting. A course iv teach the 
techniques of writing and reporting for newspapers, 
magazines, radio and TV. 


Journalism 123ABCD-- 


Newspaper Production. Earn 3 units as a member of el 
Don’s award-winning newspaper staff. We need news 
and sports reporters, copy editors, photographers, 
graphics artists, and advertising sales people. 


Journalism 200-- 


Introduction to Public Relations. Learn PR techniques 
and publicity writing from quest speakers representing 
Arco, United Airlines, Disneyland, Fluor, the Angels, 
etc. 


Journalism 222-- 


Advanced Newswriting. Techniques of persuasive 
writing, political and public affairs reporting, movie 
and other entertainment reviewing, sportswriting, etc. 
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SAC says bye to Morrow and friend 


hy 


“Look Toto I don’t believe 
we're in Kansas anymore.” 


by Lea Ann Molt 
Staff Writer 


SRS, = 


Following the yellow brick road may lead you to 
Emerald City, but once you’re there you may find it’s 
not what you expected. 

Leaving the city isn’t as easy as putting on the ruby 
slippers and clicking your heels and saying, “There’s 
no place like home.” 

Chances are you would have to do like Mike 
Morrow and his friend Hawkeye and drive back to 
Kansas. 

Orignally from Derby in the Sunflower State, Mike 
came to California to wrestle for Santa Ana College 
after he was allegedly promised (what he termed) “the 
moon,” including free tuition, by an ex-walk-on 
assistant coach. 

Hawkeye is a Brazilian Nanday parrot that hangs 
around with Morrow. Together they went home this 
week because Mike couldn’t get the money he 
needed to pay the tuition, he thought would be taken 
care of for him. 

Morrow who was a state runner-up his last two 
years at Derby High, says he came to SAC because 
“California has some of the best college level 


competition and I wanted 
competition was.” 

In his first (and only) match of the season, a duel 
meet against Golden West and Ventura, Mike pinned 
both of his opponents despite a swollen ankle. 

“I was all fired up for wrestling after I pinned those 
two guys” Morrow said of his feelings after the match, 
“but then I was told I would have to pay tuition and 
that blew everything. I knew I wouldn’t be able to 
stay.” 7 

Mike doesn’t want to leave. “I love California,” he 
says, “I like Santa Ana College and the friends I’ve 
made here, but I can’t raise the money I need to stay.” 

Kicking back in the campus center and looking 
around, Mike appears sad about leaving. But when 
someone approaches him and asks about his bird his 
face lights up. 

“He goes everywhere with me,” Morrow beams, 
“He rides in the car on my shoulder all the time.” 

Before Hawkeye, the 19 year old bird lover had an 
albino cockatiel. Over Thanksgiving it was stolen 
from his room at the Pacific Christian Colleae dorms 
in Fullerton. 

“I wanted another bird because they're such good 
pets,” Mike explains as Hawkeye’s beak rubs 
affectionately on his ear. “This friend of mine told me 
about a pet shop that was having asale and that’s how 
I got him.” 


to go where the 


It must have been love at first sight because there 
seems to be a real bond between them. They go 
almost everywhere together. Hawkeye has been seen 
dining at Farrel’s ice cream parlor and dancing at a 
costume party. 

“I even took him to see Halloween II, that was 
hilarious,” Mike grins. “He sat there and watched the 
whole movie. When I came out there was crap all over 
my shoulder.” 

Morrow tells about Hawkeve’s liking for the rock 
group Journey as the parrot chews on his chest hairs, 
“His perch is right next to the speakers,” Mike 
explains, “and when I turn on Journey his eyes slowly 
start to close and he just kind of kicks back. Journey 
really mellows him out.” 

Walking around campus, the hazel-eyed Morrow 
gets a lot of comments and questions about Hawkeye 
from the people he passes. “He really attracts a lot of 
attention,” Mike smiles “Especially from the girls.” 

At the last Board of Trustees meeting Mike was 
seen without his feathered friend. He came to the 
meeting along with a group of concerned students 
hoping the Board would appeal to the Commission on 
Athletics about receiving amnesty for Morrow and his 
fellow athletes. 

Mike expressed disappointment after the meeting 
and said that he felt the Board was apparently 


FRIENDS FOREVER — Mike Morrow and his friend Hawkeye 
enjoy a little time together during their last visit to SAC. Upper 
right, Mike chats with Rams’ tight-end Henry Childs before a 
Board of Trustees meeting. 


(photos by Lea Ann) 


Classified Ads 


PROFESSIONAL TYPING - 
- Term papers and reports, 
resumes, proofreading, and 
editing. Fast accurate 
service. Sheila Fagan, 543- 
0828 or 997-4840. 


CURTIS TYPING SERVICE 
-- Fast, inexpensive. Call 
before 11 p.m. or weekends. 
543-5260. 


LICENSED CLINICAL 
PSYCHOLOGIST--Individ- 
ual psychotherapy, couples 
or marital therapy, family 
therapy. Off campus, yet in 
vicinity. Sliding scale. Medi- 
Cal. Barbara Rosen, Ph.D. 
750-4566. 


TT 


PROFESSIONAL TYPING 

Experienced typist provides 

fast, reliable and accurate 

service with specialattention 
to correct spelling, grammar 

and punctuation: Editorial 

assistance as _ requested: 

Gwynneth Cresswell — 558- 

0999. 


TYPING — four years 
experience typing for SAC 
students. Term papers, 
resumes, anything. Profes- 
sional work on IBM 
equipment. Choice of 
typestyles. Fast turn- 
around, accurate typing, 
reasonable rates, free 
editing. Karen, 639-3411. 
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“uninterested” in his problem, but added “It’s what I 
expected.” 

Despite his disenchantment with the Board and 
their inability to help him, one good thing happened to 
Mike there, he got to meet Rams’ tight end Henry 
Childs. The pro athlete came to the meeting to talk 
about the importance of educating athletes. 

Childs, who is also from Kansas, is president of a 
company called “After Career Enterprises.” He gives 
talks to various athletic groups about life after sports. 

Before the Board meeting began, Childs spent 
some time with Mike discussing the former wrestler’s 
situation as well as Kansas. 

“He’s really a great guy,” Mike says about the pro 
player, “I’m glad I got to meet him.” 

Upon his return to Kansas, Morrow plans to enroll 
in Wichita State University so that he won't “lose the 
whole year.” He plans to study petroleum geology. 

There is also a chance that he could be appointed 
to the Air Force Academy, “If that’s the case,” 
Morrow says, “then I want to major in aeronautical 
engineering and become a commercial pilot.” 

Mike says that he doesn’t regret coming to 
California, only what happened. “I hope that 
everyone can learn from what happened to me,” he 
says seriously.“And if they do and nobody gets taken 
then it will make my whole ordeal worthwhile.” 
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IT’S JUST A FANTASY -- A reader peruses the latest issue 
of his favorite comic (upper left). A statuette (lower left), 
used for a form of Dungeons and Dragons is displayed ina 
showcase. This statue was handcrafted and is about an 
inch and a half long. Shown lower right are a few copies 
from the golden age of Marvel Comics (circa 1962-1964). 
Each of the comics are worth at least $400 on the open 
market. 

(photos by Gary Hollins) 


LOST ART 


by Gary Hollins 
Entertainment Editor 


When we look back to the Golden days of the silver 
screen we see visions of courageous heroes and 
deeds of nasty, inhumane villains. And of course, the 
hero would be caught in a trap of which he would 
naturally escape unharmed. 

But what many people tend to forget is that many of 
these soul-stirring sagas were based on comic books. 

Yes, those were the days when heroes like 
Captain Marvel had no mercy for the bad guy 
whatsoever. Those were times when Captain 
America would come crashing through a door, 
promptly thrashing the proverbial mob into 
submission and Commander Cody and Flash 
Gordon would take to the stars to save the earth 
from a galactic menace. 

But now in 1981, the hearts of those bygone days 
refined themselves to a new age of adventure and 
excitement. George Lucas brings us the magic of 
Star Wars and Raiders of the Lost Ark. Space and 
high adventure are the money-grabbers today, along 
with a new form of imagination, Dungeons and 
Dragons. In this fantasy game, players lead their 
characters through dark and foreboding forests, 
swamps, dungeons, or what ever the players think up. 

It’s the invasion of old-time entertainment. 

If Orange County has an invasion headquarters, it 
is probably Warriors Wizards, and Robots in 
Garden Grove. WWR is known mostly for its vast 
variety of comics both new and old. The collection of 
proprietor Bob Drayer consists of about 60,000 
comics plus the various paperback books, calendars, 
movie posters and other memorabilia Drayer sells. 

So if you had the urge to get your son, daughter or 
close friend a present, say something like Superman 
No. 29 (a book published roughly 30 years ago) you 
could get it at WWR. And the price? Only about $300. 

But if you don’t like Superman, you could always 
buy something like Green Hornet No. 1 or 2, Spider 
Man No. 2. 

But if you believe in having some money to spend 
for Christmas vacation and the New Year, you could 
just browse around the store. Posters by artists such 
as Frazetta, the brothers Hildebrant, Foss and other 
famous Science Fiction and Science Fantasy artists. 

Some of the trivia you learn from just sitting around 
people in comic book circles is amazing. Facts such 
as the Hulk being grey in the comic books before it 
was green, and Captain America having a shield 
shaped like a police badge before it was changed to a 
round one, are part of the nostalgia to the fantasy. 
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Yes, some come to WWR to remember fantasy 
...but still others come to live them out. 

WWAR has an adjacent parlor called the Unicorn’s 
Lair. The Unicorn has a selection of video games, 
and is the only official Dungeons and Dragons 
meeting hall in the county. For a small fee per hour, 
D&D fanatics can play their hearts out. And if one 
wishes to learn the game, one can attend classes set 
up to teach a person D&D. 

D&D is a game in which you have a character that 
you yourself create in the role of a fighter, elf, clergy, 
cleric or other. With your character, you follow a 
story being composed by a dungeon master, deciding 
proper action for your character as the dungeon 
master goes along. You may have to face large, 
frightening monsters, ogres or even dragons . lf your 
character lives that long. 

D&D has grown largely in popularity over the last 
couple of years, finally seeing national publicity this 
year with commercials from the makers of the game 
TSR and the purchase of the name usage by Mattel 
toys. Mattel makes an electronic Dungeons and 
Dragons game. 

The impact that D&D has had can even be seen in 
video games. Atari has produced a game entitled 
Warlords, and has a cartridge for home video play as 
well, Midway has Wizards of Wor, agame that takes 
place in a maze-like structure, and of course, the 
game Venture, which can be found right in our own 
campus center. 

D&D has mostly grown with college students over 
the last couple of years, and there have been several 
deaths related to its play. 

“Those were people who just couldn’t handle 
reality,” said one player down at WWR. “It got to the 
point where they got sOwrapped up in the game, they 
took it seriously. Nobodydown here that I’ve met is 
that far gone. It’s a game, that’s all. \_ 

There are very few times you can see nothing but 
empty game tables. There is always someone in the 
Unicorn playing a game of D&D or Monopoly, Life 
or whatever they feel like doing. And you can walk 
into the WWR and find a kid that’s all grown up 
reading a page of Spider Man or Teen Titans. 

Bob Drayer started off with an issue of Spider Man 
back in 1969, and from the magic that enveloped that 
book, he has created a dreamer’s paradise ...a haven 
for those who want to escape the pressure of 
everyday life. And a domain for those who thrive off 
the imaginative spectre of today, little realizing that 
the imagination of the past is responsible for the ideas 
of today. 

These invaders of the lost art.... 
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Entertainment 


THE WIZARD -- Peter Nero, the magician of the piano will 
perform with Philip Westin and the Master Symphony Orchestra 
on Sunday, Jan. 10. 


ENTERTAINMENT LOG: 


Disneyland The Golden Bear 

1313 Harbor Blvd., Anaheim 306 Pacific Coast Hwy., 
Tomorrow-Sat.: Harry Huntington Beach 

James and his big band. Dec. Tonight: The Sneakers in 

25-30: Les Elgart. Fantasy on concert. Tomorrow-Sat.: Tim 

Parade Christmas show daily. * Weisburg in concert. 


Jezabel’s The Barn 
125 N. State College, 14982 Red Hill Ave., Tustin 
Anaheim Dancing weeknights 8:30 


Tonight-Dec. 21: Max midnight. 
Badger in concert. Dec. 29: 


Rougue in concert. ; 
The White House 


340 S. Coast Hwy., Laguna 


Beach 
The Panhandler Tonight-Dec. 16: Mighty 
34130 Pacific Coast Hwy, Flyers. Dec. 24: The Few in 
Dana Point concert. 


Tonight-Sat.: Jack Miller 
and his All Stars in concert. 
Dec. 20-21: James Harmon in 
concert. 


Calendar 
Dec. 18 
Non Food Bar B Que 
(Campus Mall 12 noon) 
ASB Christmas Dance 
2nd floor of campus center 8 p.m. 1 a.m.) 
College Choral Concert 
(Phillips Hall 8 p.m.) 
Dec. 19 
Hamlet 
(bus departs from Philips Hall at 7 p.m.) 
The Nutcracker 
(Phillips Hall 2:30 p.m. and & p.m.) 
Dec. 20 
Charlie Clark Memorial Run 
(SAC Track 9 am.) 
The Nutcracker 
(Philips Hall 2°30 p.m. and 8 p.m.) 
Dec. 21 
Winter Recess begins 


Crazyhorse Saloon 
1580 Brookhollow Drive, 
Santa Ana 

Tonight;Sat.: Rita Coolidge 
in concert. Dec. 20: Doug 
Kershaw in concert. 


The Handlebar 
207 W. 2nd. Street, Santa 
Ana 

Rock and live entertainment 
Tuesday through Sunday. 


Five M, the Space Mountie 
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Phillips 
performance 
slated 


The Orphan Players’ A Flea 

in Her Ear. a bedroom farce 

. written by George Feydeau, 

will be comng to Phillips Hall at 

Santa Ana College on Jan. 8 
and 9. Curtain is 8 p.m. 


by Gary Hollins 
Entertainment Editor _ 


Question of the week: If you 
can’t compare a Big Mac to a 
Bacon -cheese Burger 
Supreme, does that mean you 
can’t compare a three-course 
steak and lobster dinner to a 
Big Boy special? Oh, well. . . 

I'd like to say thank you at 
this time to Kevin Mulcahy, 
cafeteria manager, for the 
christmas card he sent the el 
Don. | believe I speak for the 
whole staff when I say we hope 
that you have a happy holiday 
season as well. 

But aside from that. . . 

No disrespect to Mulcahy. . .| 
know he’s doing what he can to 
lower the prices of the food in 
our cafeteria. But one day 
when | went to the campus 
center, I was given a little 
survey card that was made by 
Saga to ask people avout the 
quality and service o; ihe food. 
It looks something like this 
example. Read it: 


you rate us in terms 


ratings for each item. 


SAC’s Saga survey 
sheet skewered 


We would like to have your 
opinions. We know that all of 
the things listed here are 
important, but some may be 
more important to you than 
others. We would like you to | 
first indicate how you feel 
about the relative importance 
of these things, and then how 


of 


providing each. Please do 
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60 seconds 


1. FOOD ; : 
Overall quality are all extremely important to 


me. I’m not going to pay two 
‘ ‘ avor 
ate dollars for a hamburger that 
rice/vé 


Appearance of food offerings tastes like regurgitated oysters. 
ppearanc s 


Variety of food offered Sorry. 


And of course, I like all of my 
Nia eis ot Se ae soup cold for lunch, and I adore 
emper 


receiving all of my yogurt luke 
warm. I remember that 


SERVICE problem in the old Snack Bar. 
Speed of service r F The attractiveness of the 
Courtesy & helpfulness of service {0d displays and dining areas 
personnel are only slightly important to 
Friendliness of service personnel me. I love eating ina pile of 
Appearance of service personnel stale, smelly dishes and seeing 

i ast S pieces of Devil’s Food cake 
3. PLACE/ATMOSPHERE plastered to the walls. God, 
Attractiveness of food display how I love the smell of stale 
Appearance of serving area cottage cheese. It smells like. . 
Atmosphere of dining area victory. 
Cleanliness of serving area If vou think I'm trying to be 
Cleanliness of dining area sarcastic. . .congratulations 


And for each the selections You win the $64,000 question. 
It seems like a set up for a 


jam Steve Martin comedy gag, 
these surveys. Oh well. Maybe 
these do have significance. 
IMPORTANCE Maybe the Saga Corporation 
is learning how to serve us 
Extremely Very better through these little 
Important Important pieces of paper. Perhaps things 
really will get better in terms of 
Moderately Slightly service, prices and whatever 
Important Important else seems to bug us about the 
cafeteria. 
PERFORMANCE I have a feeling that things will 
get better in the coming 
EVALUATION months. The prices have been 
Very Fair changed, yogurt is lower now. 
Good Maybe other things will happen 
likewise. And then we can go to 
Good Poor the cafeteria, free from 
, complaints. . . 
Now I don't know about you, Reese oa 


but the overall quality, the 
taste, the price, the appearance 


SAC choir Christmas concert tonight 


by Gary Hollins | 
Entertainment Editor 


It’s like an. old fashioned Christmas. 

It’s like the Christmas that’s seen in the magazines 
this time of year. The eagnog. The sleigh rides. The 
toasting of the marshmallows over the open fire. 

The memories and visions of Chrismas are coming 
back. And they are coming back in a grand fashion 


tonight at 8 p.m. 


That's when Larry K. Ball and his College Chorale, 
his 100-piece Rancho Santiago Master Chorale, the 
Santa Ana College handbell choir and the orchestra 
perform in a holiday concerto entitled A Family 


Christmas celebration. 


And indeed, it does promise to be a celebration for 
the whole family, with works from the great masters, 
such as Handel, to the traditional Christmas carols 


that we all know and love. 


Chorale Director Ball instructs all of the groups, as 

well as directing them in concert. 
Ball and his groups have been under a hectic schedule 
for avout the last month and a half preparing and 
performing in numerous concerts and performances 
around the city and county. 

The Christmas concert will be held in the Spaceous 
Santa Ana High School Auditorium because it is one 
of the few structures in Santa Ana that can 
accommodate all three groups on stage 
simultaneously. 

This is the first time all three groups will be singing 
together this school year. The Concert Chorale has 
been performing at various events for the last two 
months, but this is the premiere performance for the 
Master Chorale this semester. 

The prices for tonight’s event are $5 for adults and 
$3 for seniors and children. 


by Ken Murphy 
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Holiday Movies: 


by Kurt Schauppner 
Staff Writer 

In the Springtime, the flowers bloom. In the summer, the 
sun worshippers come out. In the Autumn, school opens. 
And in the winter, the movies are releasea. 

That’s how it is in Southern California. There’s no snow 
so the only way to herald the coming of Mr. Winter is by the 
coming of Mr. Cinema. 

Yes, year after year about this time, every major studio 
puts into general release all the films they hope will become 
blockbusters. 

The studio execs figure this to be one of two good times to 
catch school-age children on their way home for a holiday, 
the other being the beginning of summer vacation. 

Six months ago, during the summer movie blitzkrieg, 
critics complained about lack of variety in the film choices 
open to the public, some complaining of all dessert and no 
main course giving moviegoers mental diabetes. This 
season is proving to be just the cure. 

This winter, films range from the epic as in, Reds, to the 
intimate Whose Life is it, Anyway? from the comic 
Buddy Buddy, to the tragic Taps. 

Paramount, for its part, has offered two epics, Ragtime 
and Reds, both about life in the early twentieth century. 

The first brings James Cagney back to the movies after a 
20-year absence to play New York Police Commissioner 
Reihnlander Waldo, a famous turn-of-the-century police 
and fire commissioner for New.York City. 

Cagney was said to have been afforded any part he 
wanted just as long as he made an appearance. Cagney 
chose a relatively small role, but one which figures in a 
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It's hard to imagine the holiday 
season as a time of tragedy, but 
frequently it is — especially 

for teenagers. 
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number of major plot developments. 

The story of Ragtime is complicated, to say the least. It 
involves murder, adultry, and a baby found in a garden. It is 
based on the book of the same name by E.L. Doctorow. 

Reds, which has a running time of 200 minutes, was 
produced, directed and co-written by Warren Beatty, who 
also plays the lead. 

Needless to say, Warren Beatty, who has made a name 
for himself in movies like Shampoo and Bonnie and Clyde, 
might not be considered the first person a major studio 
would trust such a serious undertaking to. 

He was trusted, however, not only with the project, but 
with a $33 million budget. 

Even with all that trust, studio executives held their 
collective breath as they released Reds to the general 
public. Among the worries expressed by top brass was the 
length of the picture, making only two daily screenings 
possible, the public’s possible rejection of Warren Beatty as 
a serious filmmaker as well as their possible rejection of the 
movie's subject material; communism in America during the 
early twentieth century. 

Beatty for his part, performed admirably, presenting a 
picture of depth and scope, worthy of comparison with the 
best of David Lean. 

And the public played its part well, too, savingReds from 
becoming another Heaven’s Gate. 

Cagney’s reunion with the big-screen wasn’t the only one 
of its kind documented in recent releases, for the new 
movie, Buddy Buddy, brings together long-time 
collaborators Walter Matthau, Jack Lemmon and Billy 
Wilder. 

The plot of this film, which is definitely dark in nature. 
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from BUDDY to REDS to TAPS, 
Santa’s got a lot this year 


concerns a friendship between two opposites, one a mafia 
hit-man about to retire, the other a would-be suicide who 
just lost his wife to a sex clinic. 

Steve Martin’s new movie, in which he is said to be taking 
on a new dramatic dimension, has recently been called one 
of those films which the viewer will either love or hate. 

Like the stage play, Zoot Suit, which has now become a 
movie, Pennies From Heaven combines stark reality and 
wild fantasy to tell its story of underclass life in America. 

The plot of Pennies concerns Martin as Arthur Parker, a 
sheet music salesman who wishes to escape into the fantasy 
world of his songs. 

When Whose Life is it, Anyway? was still but a stage 
play, it contained in its central character, the type of role 
every actor and actress wanted to play. Even Mary Tyler 
Moore got a crack at it. 

Now that Life is making its screen debut, the part is held 
by Richard Dreyfuss. 

The movie/play has Dreyfuss cast as Ken Harrison, a 
Boston sculptor who expresses the wish to die when he 
finds himself a quadriplegic. 

In his protrayal of this role, Dreyfuss has been criticized 
for coming off as obnoxious rather than witty. 

Other Christmas movies include Absence of Malice, an 
anti-journalism film starring Sally Field and Paul Newman; 
Modern Problems, which features Chevy Chase as an air- 
traffic controller; Taps, with Timothy Hutton in the story of 
a military academy taken over by its own cadets; 


Neighbors, a twilight-zonesque romp with John Belushi 
and Dan Akroyd; and the re-release of Walt Disney’s 
Cinderella. 


YULETIDAL WAVE -- As Christmas comes, so does the usual 
wave of holiday movies. The original Odd Couple -- Walter 
Matthau and Jack Lemmon -- return in “Buddy Buddy,” Richard 
Dreyfuss and John Cassavettes star in “Who's Life is it, Anyway,” 
(above) and Steve Martin dances the night away in “Pennies From 
Heaven” with Bernadette Peters. 


(photos by United Artists) 
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by Gil Leyvas 
Staff Writer 


cs mafia SAC’s basketball team has given Coach Rolland Todd much more 
‘ide who than he expected for Christmas. The Dons seem to be even more giving 
: as they won their seventh straight game over San Diego City College on 
De taking Dec. 9 in Cook Gym. 
alled one With one tournament championship under their belt (Antelope Valley 
hate. Tournament) and a record of 8-2 after defeating San Diego City College 
ecOmea by a score of 118-95, Todd is more than pleased with his team’s 
ality and performance. 
merica, “We would have been very happy to be .500 at this point and to be 8-2 
Parker, a and to have won a tournament is better than we anticipated,” expressed 
e fantasy Todd jubilantly. Yet, the Dons still need to improve in some areas. 
In the San Diego City duel, the Dons failed to take advantage of their 
t a stage many free-throw endeavors, which resulted in their ‘less than adequate’ 
eof role —} 64 percent shooting from the line. 
ary Tyler i “We really didn’t shoot as good as we like to from the line,” explained 

- Todd. “Every time you get fouled and shoot a free-throw, but do not 
rt is held convert, that’s the time you miss a chance to attempt a field goal.” 

/ Despite that fact, Todd feels that his troupe handled its opposition 
rrison, 2 fF well. “They wouldn’t allow us to run much offense,” added Todd. “They 
when he > just put us in a spread court situation because of their press.” As the 

ee mentor further commented, “I thought we did a good job against their 
criticized | press and found the open people, which is what you have to do.” 
an | SAC center Robert Gustavis was delighted with the Dons’ exhibition. 
alice, an “T think we were definitely in an uproar because that was the first game 
Newman, we had a chance to just run and blow everybody out,” interpreted 
as an alr- Gustavis. “San Diego wasn’t ready to face us. We were just too physical 
e story of for them!” 

ae The Dons are hopeful they could continue their winning streak at this 
1 Belushi 


week’s Modesto Tournament (which commenced on Wednesday and 
will conclude tomorrow) and at SAC’s fifth-annual Holiday Tournament 
(Dec. 27-30 in Cook Gym) and throughout the rest of their rigorous 
season. 

As for the Modesto meet, Todd viewed it as a very tough and 
challenging contest with a 16-team lineup, not to mention it being the 
oldest tourney in the state (this is the 44th). “It has some of the best 
teams in Southern California as well as Northern California,” said Todd. 

If that isn’t enough, the Dons will be playing host to eight awesome 
schools in their own Holiday Classic. The clubs consist of defending state 
champions, El Camino; the defending champions of the South Coast 
Conference, Fullerton; the defending champions of the Mission 
Conference, Saddleback; the defending champions in the state of Utah, 
Dixie; the two semi-finalists from last year, Santa Monica and Cypress; 
Oxnard and SAC. 

Todd sees the matches as ones in which no one squad will take the 
lead and run away from another in a single game or, for that matter, with 
the tournament crown. 

“It’s the toughest tournament in the state. Any of the eight teams could 
win. It just depends on who's playing well at a given point,” exclaimed 
Todd. “A lot of the times it is how you get past the first game. Once you 
get into the semi-finals, you have a chance to win no matter who you're 
facing.” 


Disney’s 


UP, UP, AND AWAY — SAC guard Tony 
Walker shoots a lay-up to add to the Dons’ tally 
in their 118-95 win over San Diego City College 
Dec. 9, extending their win streak to seven 


games. SAC’s next match is Dec. 22 at East L.A. 
before hosting the fifth annual SAC Holiday 
Classic Dec. 27-30 in Cook Gym. ! 


(photo by Gil Leyvas) 
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Includes; Old Fashioned Hamburger, 
Shoe String French Fries and a 
medium Orange Soda (or beverage of 
your Choice). resularly $2.35 


Bob, Frasco - Coaches Award, 
Offense 


Mark Ehlers - Coaches Award, 
Defense 


-d Artists) 


Awards presented 
to SAC gridders 


the Year.” Mark Ehlers, a 6-3, 210- 
pound Villa Park alum, was named 
by coaches as the “Outstanding 


by Dave Cooper 
Editor 


at 


play at linebacker. 
Trotter sat out the 1980 season 


The receiver had stats that 
reflected a banner season. Forty 


one catches for 697 yards are the 
reminders of a year in which 
acrobatic catches became 
synonymous with the name Joe 
Trotter. 

The quarterback, no doubt 
helped along by the brilliant 
receiver (and vice-versa), did not 
have too shabby a year himself. 
Ranked among the state’s top ten 
at his position all year, Bob 
Frasco’s numbers read: 286 
passess attempted, 168 
completed, 2,236 yards passing 
and 13 touchdowns. 

SAC’s football players and 
coaches awarded their two stars 
Dec. 10 during the team’s annual 
awards banquet/dessert at the 
Johnson Campus Center. Trotter 
was selected as “Don of the Year,” 
while Frasco was selected by the 
coaches as “Offensive Player of 


after playing under SAC head 
coach Tim Mills during 1979. The 
Santa Ana native caught nine 
passes his first year with the Dons, 
but he obviously used the time off 
wisely as his big numbers attest. 
Trotter used his 6-2 frame 
numerous times to haul in passes 
that many times looked 
uncatchable. 

Frasco closely paralled his 
target's career in that he missed 
the entire 1980 campaign as well, 
only in the signal-caller’s case, it 
was due to injury. A strong 1981, 
however, has made Frasco a 
popular figure with four-year 
schools. “Record-breaker” was 
Frasco’s middle name as_ the 
freshman set single season marks 
for most passes completed and 
most yards gained passing. His 


(see AWARDS, page 10) 
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“JIM’S RIGHT SPOT” 


on 17th, between Bristol and 
Fairview in Santa Ana. Open 
Monday thru Saturday, 
10 a.m. to 9 p.m. 


Two weeks only 
Dec. 18, 1981 thru Jan. 1, 1982 
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M.V.P. -- SAC wide receiver Joe Trotter, a two-year letterman, 
concluded his stint at SAC witha bang by grabbing “Don of the 
Year” honors. Trotter caught 41 passes for 697 yards in 1981. 


(photos by Mike Sc hwartz) 


(cont. from page 9) 


completion mark of .587 also set a 
new standard for future Dons. 
The Frasco-Trotter duo were 
not the only ones honored, 
though. Along with Ehlers’ feat, 
both Gary Allder and Mike 

Harrington won Captains’ 

Awards. Allder was one of the top 

linebackers in the conference 

according to Mills and 6-1, 210- 

pound star from Massachusetts 

proved his coach a prophet by 
leading SAC in interceptions with 
six. Harrington, who lined up 
opposite Trotter as the other wide 
receiver, set a single season 
receiving mark by catching 58 
aerials and set a career mark by 
catching 75 in his two-year career. 
Mike Henjy won the Hal Tucker 
Award, given to the player who, in 
effect, has the smallest body, but 
the biggest heart. John Crout was 
named Most Inspirational, while 
Larry Felix and Jerry Schmit were 
selected as Most Improved 
Offense and Defense respectively. 
Other top individual perform. 
ances included fullback Brandon 
Johnson’s team-leading 708 yards 
rushing. Carl Sheffield was second 
in that category with 550 yards. 
Both backs had averages over six 
yards-a-carry and Johnson's 
season included the first 200-yard 
rushing game by a Santa Ana 
College player in 16 seasons. 

Johnson joined several of his 
teammates on the all-Mission 
Conference squad as the 5-8. 185 
pound athlete out of Illinois was 
selected for second-team honors. 
Frasco, Harrington and Larry 
Felix were named first team 
offense. Crout, Allder and Kurt 
Adams were on the first. team 
defense. On the second unit, Joey 
Little, David Sii, Troy Todd and 
Trotter were on the offense. while 
Todd Biggs, Steve Jacoby, Tony 
Campbell and Cliff Irvin were on 
the defense. 

SAC finished the season with a 
strong 7-3 overall mark and 4-2 in 
its initial Mission Conference 
campaign. The Dons outscored 
their opposition 277-187 in 1981, 
but lost three games by a total of 
nine points including two league 
games by a total of two points. 

The team set records for most 
field goals, 9; most interceptions, 
20; most passing yardage, 2,373: 
and best completion percentage, 
.589 in a single season. The Dons’ 
83 plays from scrimmage against 
Imperial Valley and their six 
interceptions against L.A. City 
were game records. 
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WHO — This is an unidentified SAC wrestler 
overpowering his Pierce opponent, but we 
don’t know who it is for sure because head 


coach Frank Addleman won't talk to el Don 
anymore because of recent articles about 
hi : 

PEC arAM (photo by Dave Cooper) 
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The Christmas Seal People * 
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